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A Physician's Garage at Newport, R. I. 

This physician's Garage was erected ten years ago. In the ten years which have passed not 
ten cents has been expended upon this Asbestos " Century " Shingle roof, for repairs, notwithstanding 
the terrific winter storms which visit the rugged New England coast. Not a shingle upon it has 
ever been cracked, misplaced or otherwise injured. The Asbestos " Century " Shingle is the only 
roof which steadily grows better with the lapse of time. Perfect Service. Ten years' service with 
not ten cents expense. No repairs. No painting. No leaks. No worry. No anything, but 
perfect satisfaction from the permanent service of the ideally perfect roof, made of Asbestos 
" Century " Shingles. 
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Franklin County Tuberculosis Hospital, Columbus, O. 
building is roofed with Asbestos "Century* 1 Shingles laid according to t he American or straight laid method. 
Can you imagine a mon attractive 3 clean-looking hospital than this out- is? 




Mississippi State Insane 
building* of this institution an- f^ r removed from th( 
roofs made of the fireproof Asbestoi "( entury" Shingles. 



)ital, Jackson, Miss. 
fire-fighting apparatus, and are therefore protected with 






Main Building, State Tuberculosis Sanatorium, Cresson, Pa. 
The Sanatorium at Cresson was the second of the large State sanatoriums to be erected. It stands high up in the mountains 
of Western Pennsylvania, a location conceded to he ideal h>r tubercular patients. Asbestos "Century" Shingle roofs and 
siding of Asbestos Building Lumber are used ver\ extensively and exclusively throughout the buildings. 








Cottages at the Pennsylvania State Tuberculosis Sanatorium, Cresson, Pa. 

Note how much more attractive these cottages are with their Asbestos Building Lumber Siding, than those of the Mmit 
Alto Institution, illustrated on pages 8 and 9, which are weatherboarded. 

The Asbestos lumber not only improves the appearance, but combines with the Asbestos "Century* 1 Shingle roof to form 
a permanent fireproof structure wherein formaldehyde or other volatile and inflammable disinfectants may be safely used. 





Detention Hospital for 
Contagious Diseases 
Duluth, Minn. 
Physicians not onl> 
have extensively used 
Asbestos " Century " 
Shingles on thfir own 
private residences, etc. , 
but have hern very 
zealous in seeing tli.it 
hospitals with which 
they are connected are 
covered with this per- 
manent, fireproof roof- 
ing material. 



Residence 
Dr. W. A. Stoker 

Centralia, 111. 
An example of the 
concrete house; built of 
concrete blocks j roofed 
with Asbestos "Cen- 
tury"" Shingles, the con- 
crete roof. 





Residence 
Dr. A. F. Gates 

Hammond, La. 
Buildings erected in 
the Southland should 
be protected from the 
sun's hot rays by roof- 
ing which absorbs very 
little heat. Dr. Gates 
has admirably accomp- 
lished this object by the 
use of Asbestos "Cen- 
tury 1 " Shingles. 





Tool House and Laboratory, Dr. L. H. Baekeland, Harmony Park, Yonkers, N. Y. 

It will be universally agreed that by the use of Asbestos Building Lumber sidings, in connection with the Asbestos 
''Centurv" Shingle roof, Dr. Baekeland has secured a very good appearance combined with both fire and weather protection. 




are the ideal 




Somerville Hospital, Somerville, Mass. 
Asbestos "Century" Shingles, giving as they do perfect fire protection and complete freedom from repairs, 
roofing for the modern hospital. 




Residence 
Dr. S. E. Lightcap 

Anniston, Ala. 

Another type of 

Southern home. Of 
frame construction, but 
with an Asbestos "Cen- 
tury" Shingle roof, 
which will last as long 
as the building stands. 



Residence 

Dr. M. H. Carmedy 

Painesville, Ohio 

In ,i town where the 
buildings art- close to- 
gether, Asbestos "Cen- 
tury* 1 Shingles .ire in- 
valuable in tiiiu- (if fire, 
a- such .1 roof effectually 

checks the fire and vi\ cs 
much propertj which 
would otherw ise be de 
stroyed. 





Residence 
Dr. Wm. Fisher 

Toledo, Ohio 
The application of 
Asbestos Building Lum- 
ber, half-timber effect, 
to the sides of this resi- 
dence is a great improve- 
ment over the customary 
>, which i> con- 
stantly cracking and 
falling out, permitting 
leaks. Dr. Fisher has 
also used Vshc to -"( <n- 
tury" Shingles on the 
roof. 





Nurses' Home, St. Mary's Hospital, Rochester, Minn. 

st. Mary* i Hospital u particular!) nol which the c< 

Roofed with labe to " Centur) " Shinj 



the l>r Mayo, o| 




Service Building, St. Mary's Hospital, Rochester, Minn. 

K .„ ., .h,,» .- ir,- rnofrtl With 

Both thi > huililm^ .uul the one ihOWTI aDOVI -irt rumru trim ^ 

laid 01 American Method. 



Asbestos "Century" Shingles — The (J 

To physicians, perhaps more than to most persons of education and experience, Ashes 
Shingles appeal strongly, because of their scientific knowledge concerning the natural attributes 
of both asbestos and hydraulic cement, and the general knowledge that both of these materials 
are indestructible in their character, naturally leads them to esteem and speak of Ashe 
Shingles as the ideal roof covering of the age. In this booklet we have reflected a glimpse 
merely of the varying forms of housing which embrace the homes of a very few of the mem- 
bers of the medical profession who have selected Asbestos Shingles as the material to cover their 
own homes. 
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Pennsylvania State Tuberculosa 

The* tec luge tuberculotia aaatoriu u Mom 

■ ir buildtngi Soi 

Hundreds upon hundreds of American physicians are using Asbestos Shingles upon their 

homes, their garages and stables, and thousands of them have urged their use upon the (til 

pensariesand hospitals nurses' homes and sanatoriums over which thej have controL 

The I mted States Government has selected these Asbestos shingles as its favorite rod 
covering for it- bamu les, its { \ AlV \ buildings, it- powder m and other building! when 

both fireproof and permanent | lur.u teilStM - oi roof ( overingl are desired. 

■ n the title page of this booklet IS a photographic reproduction oi the | 

physician who covered this building with Aj i dollar ; 



Coolest Roof for Summer Sanitation 

been spent in repairs to the roof or sides of the structure since its erection. The owners of 
thousands of other buildings that have been roofed with Asbestos Shingles in the last decade 
located in every corner of the country, all tell the same storv. 

When Asbestos Shingles are applied to a roof by a competent workman, the physician's 
roof troubles are forever done away with. He is never troubled with leaks from the shingles, 
nor are they broken or blown off by storms. In a number of cyclonic or hurricane like 
storms of great intensity during the past decade, Asbestos Shingle roofs have withstood the 
stress as no other roofs have done. Witness the tremendous winter storms of the New Eng- 




:uImi3 Sanatorium at Mont Alto. 

M»nt Alto, Cresson and Hamburg respectively. All three of these sanatorium* are roofed with Asbestoa "Century" Shinglei while the ones at 
im ne yarned from the panoramic view above, of the Mont Alto Sanatorium, generally known as the "Hillside City of Hone " The ah 
[WlT, the huts being opened upon all sides in pleasant weather. ' 

land coast as well as the devastating tornadoes of the Southern and Prairie States where Asbestos 
Shingles are used in great quantities upon dwellings, stock barns, training sheds, schools, 
churches, court houses; in fact upon all sorts of buildings, and note the fact observed every- 
where, that the Asbestos Shingles make the most permanent roof and the one least liable 
to injury from the elements, as well as the one that never needs repairs. 

Physicians are urged to use their great influence in securing Asbestos Shingles as the only 
permanent fire-proof roofing for hospitals and sanatoria, and thus secure these buildings from 
roofing troubles forever. Such roofs are not an expense, but are a permanent investment. 
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Residence, Dr. Homer Collins, Duluth, Minn. 
By the use ..f the Honeycomb Method /Asbestos "Century" Shingles, Dr. Collins has obtained a most artistic roof, and 
one that will always defj the sudden and extreme changes of temperature common to that section. 




Residence, Dr. Robert Damerell, Red Cloud, Neb. 
Note that the lines of this roof are in harmony with the general architectural plan of the residence. Not least among the 
merits of Asbestos ''Century" Shingles is their ready adaptability to almost any scheme of architecture. 





Residence 

Dr. Sutton 

Kansas City, Mo. 

Again, the attractive 
French Method lines 
{live character to this 
pleasing construction. 





Residence 

Dr. Frank Young 

Lorain, Ohio 

What more alluring 
t\ pe of home can be 
imagined than the bun- 
galow ; The Asbestos 
"Century " Shingle rooi 
enhances its beaut} , and 
assists in making it ;i 
permanent structure. 




Residence 
Dr. E. J. Porteous 
Atlantic City, N. J. 
When roofing hi> 
residence, Dr. E. J. 
Porteous chose Asbestos 
"Century" Shingles as 
being one of the few 
roof coverings capable 
of withstanding the ac- 
tion of salt air and salt 
water. 




Residence, Dr. Thos. H. Bowman, Harrisburg, Pa. 

The substantial and attractive appearance of this residence has been greatly enhanced by the use of the permanent Asbestos 
'Century" Shingles. Dr. Bowman's roof is as perfect to-day as when first applied, over six years ago. 





Power House and Dairy Department on Stock Farm of Dr. Samuel B. Hartman, Columbus, Ohio 
The high quality of the Ambler products is evidently appreciated by Dr. Hartman, as he has used Asbestos " Century " 
ngles for the roofs of these two buildings, lined the power house with Asbestos Building Lumber to prevent fire, and utilized 
& M. 85 7<> Magnesia Covering to cover his steam pipes in order to best conserve their heat efficiency. 





Residence 
Dr. F. B. Rebman 

Youngstown, Ohio 
Dr. R c b m a n has 
roofed his most attrac- 
tive home with Asbestos 
" Century " Shingles. 
These shingles hav« 

been ottieialU approved 
by the Underwrite rs' 
Laboratories, Inc., at 
Chicago, 111., thus em- 
phasizing their fireproof 
character. 
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Tuberculosis Sana- 
torium owned by the 
City of Lawrence, Mass. 
Judging by the num- 
ber of Tuberculosis 
Sanatorium s which 
are covered with the 
tos "Century" 
Shingles, the material 
srtuns particularly adapt- 
ed for the roofing of 
such institutions. 



Residence 
Dr. Cones 

Coshocton, Ohio 

A most attract i\ c 
looking residence of sub- 
stantia] construction, 
The Asbestos ''Cen- 
tury " Shingle roof will 
last .is long as the build- 
ing itself. 





Bungalow 

Dr. J. Mears 

Babylon, L. I., N. Y. 

\n .itti.ii ti\ c little 

home of the bungalow 
from 
the element 
Atbe tury** 

Shingle roof. 
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ARTIFICIAL ROOFING SLATES 

ASBESTOS "CENTURY" SHINGLES 

"Endurance is the Crowning Quality" 

FIREPROOF WEATHERPROOF INDESTRUCTIBLE 

LIGHTWEIGHT ECONOMICAL 




One "f the more stately modern residences, owned by a well known member of the medical profession. Back of the 
turrets is .in extensive Asbestos "Century" Shingle roof which, together with the massive stum- walls, makes a forceful, 
permanent, fire-resisting structure, not likely to need repairs for many a long- day. 

KEASBEY & MATTISON COMPANY 

MAKERS OF THE 

AMBLER ASBESTOS PRODUCTS 
AMBLER, PENNA. 



